CHURCH  OF  ST.  THOMAS,  THE  APOSTLE 
St.  Thomas,  Indiana  P.  O.  Vincennes 

Parish  established  1843.  Present  building 
1873,  enlarged  1917.  Parsonage  completed 
1896.    School  opened    1900,   enlarged  1962. 
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